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Illinois State Association Meeting... . -Nov.—42 
Co ETO OF ee Aug.—38 

International Meeting at Hamilton, Ontario... 

RE Shey peepee ere ae eee ee Jan.—52 

“‘Kwick-Kupler,” Imperial .............. Nov.—58 

ee ee er Feb.—34 

Ladies’ Convention Committee............ an.—50 

Liquid Temperature Valve............... uly—18 

Locker Plant Floor Plan....... Jan.—32; May—19 

Lone Star Tube Bending Contest........ Sept.—42 

Los Angeles Chapter Banquet............ May—57 
DE ASSN Sess 64 c008.6ueee July—44 
Tours Brewing Plant..........200. Oct.—44 

Low Side Float Systems............ June—12—13 

Malted Milk Shaker, First..............2. Apr.—28 

Market Installations ................ Nov. é—17 

Members of Niagara Frontier Chapter... .. Dec.—76 

Methods of Locating Feeler Bulbs. Dec.—-23—24—25 

Oe eS ee ere Dec.—32 

Motor Leads, Arrangement of............ July—14 

Mount Royal Chapter Oyster Party....... Dec.—74 

Ree May—23 

Niagara Frontier Banquet............... June—44 

Officers of Ladies Auxiliary....Jan.—50; Feb.—34 

bee oly. ee an.—57 

OM Ciemine AGORrEtUs.....cccccccccsce }eiy—3s 

Open End Wrench, Bonney.............Sept.—55 

Photography Refrigerating Equipment.....Nov.—23 

Plate Arrangement in Locker Storage..... Jan.—37 
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ND. os oie eal See, Cle. oaldbbad Mar.—31 








Portable Wine Cooler, Frigidaire......... Jan.—63 
Portable Refrigerating Plant......... Dec.—33—34 
Portraits: 
ph SS ay Tey Sere June—40 
MEA yo dduebd66.00an 00> 44048 O65 Feb.—12 
SED Dis ncusovwscesevciees Feb.—13 
PC okbees dc daedty Cheese db view ‘eb.—12 
Buschkopf, ASS ARIE CEG Tt a TN | Feb.—12 
Oy OS Pere erre reser rr Feb.—12 
Cockrell, EE SNe) snes ov xuccdeedes June—55 
ES EE "Sg. 5 nig 6:00.66 wins tie aed bee Apr.—67 
Driskell, i Cdn bce dee chswe oRwh eME Feb.—13 
Farrell, ly ERR aes Oct.—56 
i; PE. Dh Wedencececs susedeenes Feb.—42 
Ph Mit cichecoksisendsens¢onetue Feb.—14 
PE, Se wie weed beocandsansanded Feb.—13 
RS Re Me waeeta pewedesewstaeuue Feb.—12 
Hartman, Rh Mie, Send be0nicexe eee sans Seen 
i Mi TS” «vende oes eduesenina’ Feb.—42 
PE Es Misch veeoncescececsesaussees Feb.—-13 
eee Err re June—40 
ESS rrr rey 
McDermott, _ AR eres Peo Feb.—13 
IEE ME 6s 40g ebseed er ecuds e6REM Jan.—62 
i Ui 16) bactedSeccesvdesseus Feb.—13 
PG I Ey, ci had ste cane dewde ba ere Oct.—53 
I IEG MAS) db oes Van svesesseas ever Feb.—12 
Ny CH Bi. cine cecvevenassetaes Apr.—66 
Shepherd, J. B. 13 
Sherman, Henry ... ] 62 
Stafford, Willis Feb.—12 
Thompson, Mr. and Mrs. H. M. ...... June—57 
Thorpe, i: De 6b 50-0 450b 3 Gs cones deen Feb.—60 
Vallee, a bbe dowsidd Nenad treewaes June—40 
OSS SS rere Nov.—14 
WE Mle Is. 56:00:06.0. 05 00603. 0.00'8:0.65 68 May—69 
Walsh, FT pee a a am gh eke 2 June—62 
Pressure Control, Detroit Lubricator No. 450. 
Oe bes ebeneaestereresssc0edaise Apr. —16 
Control, White-Rod aoty Cit eeeanneee July—5s0 
Regulator, Pee Mar.—29 
Pe; DMB. occ asc ccsccsssvessvess Mar.—38 
Quick Couplers, Superior..............++ Mar.—38 
Menhs Chacmer, perl... i oc.c oc cc vcevas Apr.—42 
SN, SID 5.0509 4.45 4-0:66 5b 0-00.03 43% Apr.—42 
Receiver with Glass Ends............... June—24 
Refrigerant Reclaiming Apparatus........ Aug.—20 
oer eer ee June—25 
Refrigerating Unit with Bomb Attached... July—25 
with Bomb Container................ uly—23 
Refrigerator Wiring (Diagram).......... uly—16 
Pes WOME: oc cccevcotacvessecues jJune—39 
PEE Wénrnwtee od cavdwesessseonnet Nov.—36 
Replacement Capacitor, Mallory.......... Dec.—88 
Salesroom, Willis Stafford............... May —-68 
Schematic Diagram of Pump and System. .Jan.-—46 
: BONE TENG. ccccccsccccocseses Mar.—-40 
Sectional View of Zero-Pak...........-.. May 19 
Service Kit, Portable V-Belt, Dayton Rubber.. 
RAE Ry eae Pr ere ee Mar.- -34 
Valve. Crosle ept..—12 
Servel Silver Fleet Unit................Mar.—42 
Silica Gel Dryer, Weatherhead..........Mar.—306 


Snap-Action Valve, Cross Sectional View. .Apr.—14 
Soda Fountain, Cut Away View Liquid “Life- 


GE: cabeneesunbedeeescawews Jul y—28—29 
Soda Fountain Hook-ups............. May—33—34 
ids 6-0 6-00 wees bee June—29 
Brunswick-Creamer ............ June—31 
EAE GORRONE fcc ccc ccecvers June—32 
Liquid D-X 1940............04- Oct.—18 
EO By "ge July—29 
BEE DOE, ocibco0cecetadeen Aug.—23 
| sal ee eee Aug.—24—25 
SOPOT TTT Tre June—27—29—30 
aesten DF iiwonssuwiereeeste Oct.—19 
WORD ksi nepcwawricvvends June—28 
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S—Continued 
Soft Face Hammers, Bonney 
Soldering Contest 

Los Angeles Chapter 
Solenoid Valve, A-P 

Penn 
Spacing for Coils and Baffles............. May—30 
Special Thawzone Fitting................ May—16 
St. Louis Chapter Picnic 
Stub Brine Tank Fountain...............May—32 
Suction Pressure Regulating Valve, A-P 

Apr.—14; May—64 

Variation of Expansion Valves 
hart) Aug.—12 
Survey Form -—43 


Superheat 


Temperature Regulating Valve, Electrimatic. . 

Terminal Plate Wiring Diagram 

Test Rooms for Air Distribution 

TEV and TRV Location in Fountain 

Thermal Element of Thermal Valve (Diagram) 

Nov.—21 

Valve Cooling Unit (Diagram) .—16 
Valve Operation ......5cccccc cscs Sept.—19—20 

Thermometer, Recording ............... Mar.—42 
Service 

Torque Measuring Wrench 

PRUE. TURE aie cldtingt4 63k odbs ba kc oahu es Mar.—30 


f 
PS 2/0: 


T—Continued 

Trenton Chapter Fishing Trip 
Meeting 

Triple Seal Fitting, Imperial. . 

Triple Purpose Pump 

Tube Bending Contest 


. Mar.- 


Valve Details on Simplex Fountain 
Manifolds, Henry Valve 
Plates Showing Prevention of Corrosion. May 


Vegetable Display Case.........+-+ee00+5 Dee. —30 
Views of Canadian Exhibit Apr.—19—20—21 


WwW 


Walk-In Cooler and Display Case Hook-up. May—22 
Water Chilling System, Liquid Carbonic. .June—31 

Regulating Valve, A-P Apr.—48 
Wide-Vision Goggles, Chicago Eye Shield. Mar.—30 
Winners of Tube Bending Contest 
Wiring Burglar Alarm 
Wheel Puller 

Williams 


Zero-Pak Unit 


INDEX TO ADVERTISERS—December, 1940 


Aerovox Corporation 

Airco Refrigeration Parts..................+- 92 
Airo Supply Company 

Alco Valve Company 

Alter Company, The Harry.. 

Aluminum Ore Company 

Ansul Chemical Company 

Automatic Heating & Cooling Supply Co 
Automatic Products Company 


Berdor Electric Co 

Blythe Company. 

Bonney ree & Tool Works.......... Back 
Borden Co., A. E. 


Central Service Supplv Co. 
Chicago Eye Shield Company 
Chicago Hermetic Rebuilders 
Chicago-Wilcox Manufacturing Co 
Copeland Refrigeration Corp 


Davison Chemical Co Inside Back ang 

Day & Night Mfg. Co. (Cooler Div.) 

Dennis & Company. W. J. 

Detroit Lubri-ator Co 

Du Pont de Nemours & Co., Inc., 
R. & H. Chemicals Dept.) 

Electrimatic Corp., 


WOGED Free Ok. 6 bis'n sv tn sc ciciceesc+2S8 atl 53 
Flow Controls, Inc. 81 
Frigidaire Div., General Motors 


Sales Corp.... 57 


General Gontigte Company 
yr od Co.. H 


Hammond Drierite Co., 
Hasco, Incorporated 

Henry Valve Company 
Highside Chemivals Company 
Howe Ice Machine Co. 


Imperial Brass Mfg. 


December, 1940 


Jarrow Products ; 
Justrite Manufacturing Co 


Kerotest Manufacturing Co 
Kramer-Trenton Co 


Mallory & Co., fac., P. BR... ccusdscsvileteess 
McIntire Connector Company 

Miller Rubber Co., ¥ 

Mills Novelty Co. 

Modern Equipment Corporation 

Modern. Gas Company. 

Mueller Brass Company 


New Duty 


Pacific Lumber Co 

Palmer Electric Co 

Peerless of America. 

Practical Instrument Commany................ 
Pulmosan Safety Equip. Corp 


Ranco Inc. 
Refrigeration § 
Rotary Seal C 


Service Parts Company 

Shams Ce, CHG. so de clevcacstcicctiseacéys 90 
Snap-on Tools Corporation 

Spiegel Corp., G. B 

Superior Valve & Fittings 

Syntron Co. 


Tecumseh Products Company 
Temprite Products Corp 


United Speedometer Repair Co., 
Utilities Engineering Institute 
Utility Thermostat Co. 

Virginia Smelting Company 
Weatherhead Co., The 

Western Thermai Equipment Co 
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